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FACILITY NAME 

Mahachai Thai Cuisine 

DATE 

10/22/2019 

TIME IN 

1:21 PM 

TIMEOUT 

2:14 PM 

LOCATION 

24528 Sunnymead Blvd Ste K, Moreno Valley, CA 92557 

RE-INSPECTION DATE 

Next Routine 

PERMIT HOLDER 

E-MAIL 

srattananai73@gmail.com 

PERMIT# 

PR0072811 

EXPIRATION DATE: 

05/31/2020 

SERVICE 

Inspection or followup 
with no score given 

FACILITY PHONE 

(951)488-9485 

PE 

3620 

DISTRICT 

0017 

INSPECTOR NAME 

Shakeya Rhodes 


Inspector Observations: 


At this time this facility has been closed due to inadequate refrigeration (walk-in cooler holding foods above 45F and alternate 
refrigeration not available to hold all potentially hazardous foods). A re-inspection will be set for one week 10/25/19. Ensure 
violations listed on previous routine inspection report are corrected by this date in order for facility to be re-opened and 
re-scored. “Facility Closed” sign posted. “Facility Closed” sign must remain posted until removed by an employee of this 
Department. Contact Shakeya Rhodes with any questions at (951) 766-2824. 



10/23/2019 


8:06 am 
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